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Description 
Crosstube Aft 
Extended 
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Packaging instructions and Decai Piacement 


D205-596-107 
Technician will apply label D2729-4 as per drawing. 
Wrap crosstube in plastic then foam and place In box. Use philllps screws to close the box. 
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D205-596-107 
CHG003 
SH03-6 
Crosstube Aft Extended 
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